ii! 


Winona Fire Department 
201 North Applegate Street 
Winona, Mississippi 38967 


Run# 2018-137 


Date_ 7-X- / S' 

Address of Call (Street & No.) 


Engines Answering 




Outside of City Limits? Yes 

Construction of Buildin g Bric.k 
Owner Fbrr+<!r-h 

Occupan t A/pV/on /o 'rtrb 


CSD 


Alarm Received B v £Q C 
Used As_KuW/r'nn_ 


4<*Z- 


Address of Owne r S q 


J/auee. //i f, A /^k ***** 


Other Outdoor Fires Vehicles Grass Other 

Owner of Vehicles__ 

Make & Tag No. of Vehicles.__ 

Cause of Fire (if known) Uwk^ou>n _ 






CLL* 


Feet of Hose Line Use d 330' /'A" _ Amount of Water Used 2. 6oc> 

Feet of Ladders Used /0Mtc f / 2.- &>o&- _Other Equipment Use d SC.&A ftk* &/e ; 

A \0e.' V&d'. fz.v\ _ 

Alarm Where There Was No Fire; Explain _ 


Loss To Building; Explai7 
Loss To Contents: Explain Frr* 


Loss To Vehicle; Explain 




Remarks ■Pm.^ >O -ev^ f* 

ftv \_tL Mvrou^k. K’ce-p. _ 


Time of Call Zd 
Dispatch Tim e 23* z./ 

Enroute Time 2 3 : Z 3 

On Scene 25* ZY _ 

Assing. Complet e oo$0 
Back In Service Qo'S Y 
Working Time_ ZM kr* 


Crew(s) On Duty 
(LlA'&ZS* 
<S- ^efrf.Qg^ 

Eh L _ 


Crew(s) Off Duty 

LVJ_, K 

n. 6J _ 




rsfta^. 




3T 




Signature^ 



/et\Gp t K 









